BILL NO. S-67-02— 67 
SPECIAL ORDINANCE wo. S- ⁄ 33-67 

AN ORDINANCE approving a contract with SCHEELE 

CONSTRUCTION, INC. and City of Fort Wayne for 

Sewer Resolution No. 167-1967, the Smith Field 

Sanitary Interceptor Sewer. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. The contract approved February 8, 1967 for 
Sewer Resolution No. 167-1967, between the City of Fort Wayne, 
by and through its Mayor and the Board of Public Works, and 
SCHEELE CONSTRUCTION, INC., for: 

The construction of Sanitary Sewer commencing 

at an existing manhole located at the Southe 

east corner of Lot G in Merchandise Place 

Addition; thence Northerly in and along an ex- 

isting easement and under I-69 a distance of 

640+ 1.£. to a proposed manhole; thence North- 

easterly along the North side of I-69 a distance 

of 2,210+ l.f. to a proposed manhole; thence 

Northerly along the New York Central Railroad a 

distance of 4,940+ l.f., terminating at a pro- 

posed manhole on the North side of Cook Road. 

Said sewer shall be 15 and 18 inches in diameter, 
for a total cost of $88,728.50, all as more particularly set 
forth in said Board of Public Works Contract, which contract is 
on file in the office of the Board of Public Works, and is by 
reference incorporated herein and made a part hereof, be and the 
same is hereby in all things ratified, confirmed and approved. 

SECTION 2. That any owners of land, their successors in 


title and assigns, which is now or may hereafter be located out= 


side the corporate limits of the City of Fort Wayne, Indiana, 


ais 


who taps into the water main covered in said contract, or any 
extension thereof, shall be deemed to thereby waive his, her, 
their or its right to remonstrate against or otherwise object to, 
interfere with, or oppose any pending or future annexation by 
said City of Fort Wayne, Indiana, of such land or territory in 
which such land is located. 

SECTION 3. This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 


On 


Bill No. _S-67-02-07 
REPORT OF THE COMMITTEE ON PUBLIC WORKS 


We, your Committee on Public Works to whom was referred an Ordinance 


approving a contract with SCHEELE CONSTRUCTION, INC. and City of Fort wayne for 
2 Sewer Resolution No. 167-1967, the Smith Field Sanitary Interceptor Sewer 


have had said Ordinance under consideration and beg leave to report back to the Common 


# 


Council that said Ordinance ALEI PASS. , r 


JOHN NUCKOLS, Chairman MLK 


PHIL A. STEIGERWALD, Vice-Chairman JL LLL Zp. = 


HERBERT G. TIPTON Z f (=e 

i} P A 4 
JACK K. DUNIFON 7 : Ai PIBA eM 
WILLIAM T. HINGA . EL J Jf ah Gee y 


CONCURRED IN 


p w p 
Read the first time in fuli and on motion by _ Leet» hg seconded by 


ine tS and dtty.ad adopted, read tne second time e BA titale and referred 


to the (Committee on) 


the “tO DE SI ar Tee 


mS AH OLASS. ice 


cate-theC0liie TT Chamber 


Eher 


Re ESP 


Yikes? C Vpeeeytind 
J CURK E 
= K k A Lo 
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Passed and adopted by the Common Council of the City of Fort Way, Indiana, as 


wh) Ordinance (Resetutrivn) Now 8 ~¥3P-19 
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Approved and signed by me this 2 day of Fan aith » 1967» 
at the hour of x : L472 o'clock A oMe o BeSs Ts 


